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-9203110241 Advises of noncompliances noted in insp of licenses 34-00054-03,34-
00054-04 & R.119 on 590923.

MASON.J.R. Atomic Energy Commission (Pre 750119). 60/01/18. CLARKE SB Gen-
eral Electric Co. 1p. 61079:148-61079:148.

-9203110254 Advises that insp of Licenses 34-00054-03,34-00054-04 34-00054-05 &
R-119 scheduled for wk of 600926.

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 60/09/19. MATELSKI.I.
General Electric Co. 1p. 61079:162-61079:162.

-9203110256 Advises that no items of noncompliance noted during 600929 insp of li-
censes 34-00054-03,34-00054-04,34-00054-05 & R-119.

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 60/11/09. MATELSKY.I.
General Electric Co. 1p. 61079:163-61079:163.

DOCKET 50-89 GENERAL ATOMICS

Q. Inspection reports, IE Bulletins & correspondence

-9203090338 Advises that License 34-00054-03,54-00054-04 & R-119 assigned to Chi-
cago Operations Ofc for compliance insp.

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 59/09/09. CLARKE.S.B.
General Electric Co. 1p. 61079:135-61079:135.

R. Periodic operating reports & related correspondence

9203040029 Forwards "TRIGA Mark I Reactor Annual Rept for CY91." W/ 920228 Itr.
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic
Co.). 91/12/31. ADAMS.A. Non-Power Reactors, Decommissioning & Environmental
Proj. Dir. (Post 901216). 28pp. 60814:128-60814:155.

DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3

F. Security, medical, emergency & fire protection plans

9203170180 Forwards insp rept 50-133/92-01 on 920113-17.One violation identified re
failure of plant staff review committee to perform biennial review of emergency plan.
YUHAS.G.P. Region 5 (Post 820201). 92/01/30. RUEGER.G.M. Pacific Gas & Electric
Co. 3pp. 60924:266-60924:279.

-9203170189 Insp rept 50-133/92-01 on 920113-17.One violation identified & will not
be subj of enforcement action.Major areas inspected:radwaste mgt.environ protection
& emergency preparedness.

CILLIS.M.,   YUHAS.G.P.   Region   5   (Post   820201).   92/01/30.   11pp.   60924:269-
60924:279.

I. Financial information

9203310246 "PGE Annual Rept - 1991." W/920325 Itr.
LOCKE.R.F. Pacific Gas & Electric Co. 91/12/31. 49pp. 61218:001-61218:053.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARtLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAEJicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203240289 Forwards notice of consideration of issuance of amend to License DPR-
7.Amend entirely administrative in nature.W/o encl.

BELL.LG.  Division  of  Low-Level Waste  Management &  Decommissioning  (Post
870413), 92/03/19. BAILEY.E.D. California, State of. 1p, 61093:339-61093:339.

Q. Inspection reports, IE Bulletins & correspondence

9203170180 Forwards insp rept 50-133/92-01 on 920113-17.One violation identified re
failure of plant staff review committee to perform biennial review of emergency plan.
YUHAS.G.P. Region 5 (Post 820201). 92/01/30. RUEGER.G.M. Pacific Gas & Electric
Co. 3pp. 60924:266-60924:279.

-9203170189 Insp rept 50-133/92-01 on 929113-17.0ne violation identified & will not
be subj of enforcement action.Major areas inspected:radwaste mgt.environ protection

legion   5   (Post   820201).   92/01/30,   11pp.   60924:269-

& emergency preparedness.
CILLIS.M.. YUHAS.G.P. R<
60924:279.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co, of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Row From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

R. Periodic operating reports & related correspondence

9203040162 "Semiannual Radioactive Effluent Release Rept Jul-Dec 1991." W/920227
Itr.
GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31. 22pp. 60798:119-60798:140.

S. Reportable occurrences, LERs & related correspondence

9203170275   PNO-V-92-006:on    920307,earthquake   w/richter    magnitude    of    5.2
occurred.Earthquake centered about 38 miles southwest of plant.shutdown since 1976
& in SAFSTOR decommissioning status.Plant walkdown performed & no problems
noted.
CILLIS.M., YUHAS.G. Region 5 (Post 820201). 92/03/09. 1p. 60924:342-60924:342.

DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9203230333 Forwards revised security plan.Encl withheld.

BOBEK.L.M. Worcester Polytechnic Institute, Worcester, MA. 92/03/18. Document
Control Branch (Document Control Desk). 1p. 61115:358-61115:358.

'H. General correspondence

9203240240 Requests that all NRC communications.announcements & info notices be
addressed to author.JA Meyer ceased position as acting director on 900709.
BOBEK.L.M. Worcester Polytechnic Institute. Worcester, MA. 92/03/18. Document
Control Branch (Document Control Desk). 3pp. 61096:356-61096:358.

DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR

P. Operating license stage documents & correspondence

9203240263 Summary of 920221 nuclear reactor decommissioning meeting. NRC con-
firmed that reactor fuel removed in Jan 1990-Reactor, contamined concrete & steel
still remains to be removed. Attendees listed.

* Washington, Univ. of. Seattle, WA. 92/02/25. Washington, Univ. of. Seattle, WA. 1p.
61099:358-61099:358.

9203250313 Provides decommissioning approach.Funds are available for decommis-
sioning in current 1991-31 bienniurn to develop plan. Univ will request necessary
funds to complete decommissioning process as part of 1993-95 Capital Budget.
CARETTE.M. Washington, Univ. of, Seattle. WA. 92/03/17. WEISS.S.H. NRC - No
Detailed Affiliation Given. 2pp. 61106:356-61106:357.

Q. Inspection reports, IE Bulletins & correspondence

9203230188 Forwards insp rept 50-139/92-01 on 920228.No violations or deviations
noted.

REESE.J.H. Region 5 (Post 820201). 92/03/06. BOWEN.J.R. Washington, Univ. of,
Seattle. WA. 2pp. 60985:055-60985:059.

-9203230192   Insp   rept   50-139/92-01    on   920228-No   violations   or   deviations
noted.Major areas inspected:status of reactor facility & insp procedure 40750.
QUALLS.P.M., NORDERHAUG.LR., REESE.J.H. Region 5 (Post 820201). 92/03/06.
3pp. 60985:057-60985:059.nal rule pub-
